Work Order ID 
98233 


;\{urch-II-13 
11:00:0-1 A:I1 
*qR?11* 
Page 1 


Item 10: 
04634-141 


Revision 
ID: 


Item Name: 
Fwd. 
Center 
Ceiling 
Replacement 
Panel 
Assembly 


Accept 
*NQ00040100* 
Setup 
Start *N~ 1* 


Stop 
*N~?* 


Start 
Date: 
3/11/13 


Required 
Date: 3/25/13 


Reference: 


Start 
Qty: 
1.00 


Req'd Qty: 
1.00 
*1* 
*1* 


Cust Item 10: 


Customer: 


Date:/3-::.03~1 J _ Tooling: 
Approvals: 
Process 
Plan: ---).4(,.:5:---- 


QC: . 
Date: 
SPC (YIN): 


Date: 


Date: 


Run 
Start 


Stop 
*NR1 * 
*NR?* 


Sequence 
IDI 
Work Center 
lD 
Operation 
Description 
Set Upl 
Run Hours 
Tool 10 
Tool # 
Plan 
Code 
Accept 
Qty 
Reject 
Qty 
Reject 
Number 
Insp. 
Stamp 


0.00 
Memo 


Draw Nbr 
Revision 
Nbr 
I 
~-D463-4------?ec;b.-~~_ 
100 
' 
~.- 
------ 
--0.00 
- 
*1 nn* 
HandThermo 


[-land Finishing 
Thermoforming 
Pick Kit 


110 
0.00 


1- Locate and glue down Channel Assy, angles, 
brackets, 
and mounting 
pads 
using 3M Plastic welder II. 


*11 n* 
Small Fab 


Small Fab 


Memo 


Assemble 
as per Dwg 
04634-141 


0.00 
-------t- 


Batch # 


Expiry Date 


2- Apply labels as per Dwg. and seal with 3M 3950 edge sealer 


NCR: 
Yes / 
No 
WORK ORDER NON-CONFORMANCE I UPDATE 


DQA: 


QAClosed: 


Date: 


Date: 


Work Order: 
DISPOSITION 
AGAINST DEPARTMENTIPROCESS 


I 


Rework~ 
Skid-tUbe~ 
crosstUbe~ 
waterJet~ 
Engineering~ 
, 
Prod. Eng. Coor. 
Quality 
Part No. 
Scrap 
Machining 
Small Fab 


I 
Use-as-is 
Thermoforming 
Finishing 
Rec/Store/Packaging 
Other 


NCR No. 
Work Order Update 
Large Fab 
Composite 
Supplier 


, 


Root 
Description 
of work order update 
Initial 
Action 
Sign & 


Cause 
Date 
Step 
Qty 


I 
or Non.conformance 
Chief Eng 
Description 
Date • 
Verification 
QC Inspector 


Doc/Data 
I-- 
! 


Equip/Tooling 
, 
I-- 
Operator 
I 
r-- 
Material 
I 
r-- 
I 
Setup 
r-- 
I 
Other 
I-- 
Process 
, 
I-- 
I 
Supplier 
- 
; 
Training 
- 
I 


Unapproved 
I 


I 
FAULT CATEGORY 


Landing Gear 
I 
General 
.=... 
I 
r-- 
- 
- 
Bending 
Bend 
Grain 
Ovalized 
~ 
pressure/Fo"ed 
- 
~ 
r-- 
- 
Centre Not Concentric 
to 0/5 
BOM/Route 
Hardware 
Over/Under 
tolerance 
Temperature/Cure 
- 
r 
r-- 
- 
Cracks 
, 
Broken/Damaged 
Inspection 
Incomplete 
Part Incorrect 
Weld 
- 
, 
- 
r-- 
- 
Crushed/Crimped 
Burrs 
Instructions 
Incomplete/Unclear 
Part Lost/Missing 
Wrong Stock Pulled 
\. 
I 
- 
I 
r-- 
- 
Cuffs 
Contamination 
Maintenance 
Part Moved 
- 


, 
...•.. 
r-- 
- 
Heat Treat 
Countersink 
Mislabeled 
Positioned 
Wrong 
- 
--"- 
r-- 
- 
nOther 
Inspection 
Strip in Tube 
I 
Cut Too Short 
Misread 
Power Loss/Surge 
- 
- 
r-- 
- 
Ripples in Bend 
I 
Drill Holes 
Offset 
.- 
. 
- 
I 
- 
r-- 
Torque Waves in Extrusion 
Drawing 
Out of Calibration 
- 
,. 
I-- 
Turning Sequence 
, 
Finish 
Out of Sequence 
- 
- 
I-- 
Wave/Twist 
in Tube 
I 
Folio 
Outside Dimensions 


H :/FORMS/Quality 
Assurance\approved 
QAjNCRWO' 
Rev G 


__ ..4 


Work Order JD 98233 


A/arcl1-II-13 
I UJOJJ-I AM 


Item 11): 
04634-141 


Revision 
ID: 


Item Name: 
Fwd. Center Ceiling 
Replacement 
Panel Assembly 


Accept 
*qR?1~* 


*Nqnnn4n1 nn* 


Page :2 


Setup 
Start *N S 1* 


Stop 
*NS?* 


Start 
Date: 
3/11/13 


Required 
Date: 3/25/13 


Reference: 


Start 
Qty: 
1.00 


Req'd Qty: 
1.00 
*1* 
*1 * 


Cust Item 11): 


Customer: 


Approvals: 
Process 
Plan: 


QC: . 


Date: 


Date: 


Tooling: 


SPC (YIN): 


Date: 


Date: 


Run 
Start 


Stop 
*NR1 * 
*NR?* 


Sequence 
IDI 
Work CenterlD 


120 
*1 ?()* 
QC 


Quality Control 


130 
*1 ~()* 
Packaging 


Packaging 


140 
*1 L1.()* 
QC 


Quality Control 


Operation 
Description 


QC6- Inspect dimensions 
to drawing 


Memo 


IdentifyaS~dwg~ 
Pitt> t'~ 
~ 
Memo 


QC21- Final Inspection 
- Work Order Release 


Memo 


Set Upl 
Run Hours 


0.00 


0.00 


0.00 


0.00 


ToollD 
Tool # 
Plan 
Code 
Accept 
Qty 


._- - - ----- 
------ 
- ~ -"- .-- 
Reject 
Reject 
Insp. 
Qty 
Number 
Stamp 


;' 
: 


NCR: 
Yes / 
No 
, WORK ORDER NON-CONFORMANCE I UPDATE 


DQA: 


QAClosed: 


Date: 


Date: 


I 


I 
DISPOSITION 
AGAINST DEPARTMENT/PROCESS 
Work Order: 
i 


I 
Rework~ 
Skid~tUbe~ 
crosstUbe~ 
Water Jet~ 
Engineering~ 
! 
Machining 
Small Fab 
Prod. Eng. Coor. 
Quality 
Part No. 
, 
Scrap 


i 
Use-as-is 
Thermoforming 
Finishing 
Rec/Store/Packaging 
Other 


NCR No. 
• 
Work Order Update 
Large Fab 
Composite 
Supplier 


I 


Root 
i Description 
of work order update 
Initial 
Action 
Sign & 


I 
or Non-conformance 
Chief Eng 
Description 
Date 
Verification 
QC Inspector 
Cause 
Date 
Step 
Qty 
. 
Doc/Data 
I 
: 
f-- 
Equip/Tooling 
I 
f-- 
Operator 
, 
f-- 
, 
Material 
, 
f-- 
Setup 
f-- 
Other 
, 
f-- 
I 
Process 


, 
; 
f-- 
Supplier 
I 
- 
, 
Training 
- 
Unapproved 
I 
I 


I 
FAULT CATEGORY 


Landing Gear 
I 
General 
..:;;.- 
r-- 
- 
- 
Bending 
I Bend 
Grain 
Ovalized 
~ 
Pressure/Forced 
- 
I 
f-- 
- 
- 
Centre Not Concentric to O/S 
BOM/Route 
Hardware 
Over/Under tolerance 
Temperature/Cure 
- 
I-'- 
- 
- 
Cracks 
i 
Broken/Damaged 
Inspection Incomplete 
Part Incorrect 
Weld 
- 
I 
f-- 
- 
- 
Crushed/Crimped 
I 
Burrs 
Instructions Incomplete/Unclear 
Part Lost/Missing 
Wrong Stock Pulled 
- 
I 
- 
f-- 
- 
Cuffs 
I 
Contamination 
Maintenance 
Part Moved 
- 
-'- 
f-- 
- 
Heat Treat 
i 
Countersink 
Mislabeled 
Positioned Wrong 
- 
I 
- 
f-- 
- 
nOther 
Inspection Strip in Tube 
I 
Cut Too Short 
Misread 
Power Loss/Surge 
- 
I 
...,... 
f-- 
- 
Ripplesin Bend 
I 
...L- Drill Holes 
Offset 
- 
f-- 
Torque Waves in Ext~usion' 
Drawing 
Out of Calibration 
- 
T 
f-- 
Turning Sequence 
Finish 
Out of Sequence 
- 
I 
- 
f-- 
Wave/Twist in Tube 
I 
I 
Folio 
Outside Dimensions 


, 
I 
H:/FORMS/Quality Assurance\approved QA/~CRWO RevG 


Pieklist 
P.-int 


;\ /(/I'ell-//-/ 
J 
//.00 
OS ..J ,H 


Parent 
Item Name: 


tJX2J3 


Required 
Date: 3/25/13 


Required 
Qty: 
1.00 


Start 
Date: 3/11/13 


Start Qty: 
1.00 


*QR?11* 
*n4R14-141* 
F\\d. 
Center 
Ceiling 
Replacement 
Panel Assembly 


1)4634-141 
Parent 
Item: 


Work Order 
II): 


Comments: 
IPP Rev A New 
Issue 
13/02/05 
DL 
VERIFIED 
BY:.ILM 


Component 
Item 10/ 
Item Name 
Replacement 
Mfg/ 
Item 
ID 
Pu rch 
Bin 
Primary 
Item 
Location 
Last 
Location 
Route 
Seq 10 
Unit of 
Qtyon 
Qty per Kit 
Total 
Measure 
Hand 
Qty 
Qty 
Issued 
Date 
Status 
Issued 


,~ 
, L>S' 
", 
~3(~{t~1 


1 


6 


-\ 


** 


** 


0.0000 


** 


2.0000 


15.0000 
2 
** 


70.0000 
6 
** 


0.0000 


Loc Code 


Loc Code 


Loc Code 


Each 


Each 


!&£....Q!y 


2 
I 
I 


Each 


!&£....Q!y 


40 


40 


30 
30 


Each 


!&£....Q!y 


15 


15 


Each 


100 


100 


100 


100 


100 


Location 


STI58 
~) 
95941 


STI19 


Location 


STI17 


Location 


SIII7 


r:n970' 
~~ 
.•.•..~..---- 


No 


No 


No 


Manufactured 
No 


Manufactured 
No 


Manufactured 


Manufactured 


04712-041 
*n4 71?-041 *../ 


Bracket Assembly 


04694-041 
*n4RQ4-041 * ~. 
Fwd Channel Assembly 


04634-1 


*n4R47-1* 
t..- 
Angle 


04664-5 
~.--- 
.. 
*n4RR4-R' "JD 
\ 
Spacer 
~ 


*n4R14-1* 
Fwd, Center Ceiling Panel 


04647-3 
Manufactured 


NCR: 
Yes 
/ 
No 
, WORK ORDER NON-CONFORMANCE I UPDATE 


DQA: 


QAClosed: 


Date: 


Date: 


I 


I 
DISPOSITION 
AGAINST DEPARTMENT/PROCESS 
Work Order: 
I 
I 


I 
Rework~ 
Skid-tUbe~ 
crosstUbe~ 
Water Jet~ 
Engineering~ 
I 
Part No. 
I 
Scrap 
Machining 
Small Fab 
Prod. Eng. Coor. 
Quality 


I 
Use-as-is 
Thermoforming 
Finishing 
Rec/Store/Packaging 
Other 


NCR No. 
I 
Work Order Update 
Large Fab 
Composite 
Supplier 


I 


Root 
I 
, Description 
of work order update 
Initial 
Action 
Sign & 


Cause 
Date 
Step 
Qty 


I 
or Non~conformance 
Chief Eng 
Description 
Date 
Verification 
QC Inspector 


Doc/Data 


, 


fo- 
I 


I 
Equip/Tooling 
I 
f-- 
! 
Operator --- 


, 


i 
Material 
I 
- 
I 
Setup 
I 
f-- 
I 
Other 
- 
I 
Process 
I 
- 
, 
Su~plier 
I 
- 
I 
Training 
I 
- 
, 


Unapproved 
I 


I 
FAULT CATEGORY 


Landing Gear 
I 
General 
-=- 
.....!.. 
- 
- 
Bending 
I 
Bend 
Grain 
Ovalized 
~ 
Pr""ure/Forced 
- 
I 
- 
- 
- 
Centre Not Concentric to O/S 
BOM/Route 
Hardware 
Over/Under tolerance 
Temperature/Cure 
- 
- 
- 
- 
Cracks 
i 
Broken/Damaged 
Inspection Incomplete 
Part Incorrect 
Weld 
- 
I 
....!.. 
- 
- 
Crushed/Crimped 
Burrs 
Instructions Incomplete/Unclear 
Part Lost/Missing 
, Wrong Stock Pulled 
- 
-;- 
- 
- 
Cuffs 
I 
Contamination 
Maintenance 
Part Moved 
- 
- 
- 
- 
Heat Treat 
I 
, 
Countersink 
Mislabeled 
Positioned Wrong 
- 
I 
- 
- 
- 
nOther 
Inspection Strip in Tu~e 
Cut Too Short 
Misread 
Power Loss/Surge 
- 
...,.... 
- 
- 
Ripplesin Bend 
I 
Drill Holes 
Offset 
- Torque Waves in Extr1usion 
- 
- 
I 
Drawing 
Out of Calibration 
- 
I 
- 
f-- 
Turning Sequence 
I 
Finish 
Out of Sequence 
- 
-'- 
f-- 
Wave/Twist in Tube 
I 
Folio 
Outside Dimensions 


. 
H:/FORMS/Quality 
Assurance\approved 
QA/NCRWO 
Rev G 


I 


Picklist 
Print 


,\/(//"c17-/ 
/-/3 
/ /:()():()8 
.IM 
Pnge :2 


Parent 
Item Name: 


9X233 


D4634-141 


Work 
O,"der 10: 


Parent 
Item: 
*qR?11* 
*n4R14-141 
* 
Fwd. Center 
Cciling 
Replaccment 
Pancl Asscmbly 
Start 
Date: 3/1 1/13 


Start Qty: 
1.00 


Required 
Date: 3/25/13 


Required 
Qty: 
1.00 


Location 
Loc Qt" 


STI209 
9 


93220 
9 


04732-19 
Manufactured 
No 
100 
Each 
*n471?-1q*/ 
Label 


Location 
Loc Qt" 


ST1~ 
9 


93356 
9 


MPNY-750S-9-C 
Purchased 
No 
100 
Each 
*1\11P NY -7f\n~-q-~* 
Mounting 
Pad 


Location 
!&£..Q!y 


ST390 


~~ 


100 


100 


MS20426AD3-3 
Purchased 
No 
100 
Each 
*1\11~?n4?RAn1-~*,/ 
Ri"et 


Location 
!&£..Q!y 


GA 
65 


122814 
65 


ST316 
699 


119109 
282 


19099 
417 


ST333 


~ 


6277 


69 


123352 
6208 


\ 


4 


** 


** 


100.0000 
8 
** 


7,041.000 
4 
** 


90000 


9.0000 


Loc Code 


Loc Code 


Loc Code 


Loc Code 


Each 
100 
Manufactured 
No 
D4732-15 
*n4 71?-1 !=)*v'" 
Label 


March-ll-J3 
lJ.'OO:OBAM 
Shop Packet Print 
Page 2 


NCR: 
Yes 
/ 
No 
WORK ORDER NON-CONFORMANCE I UPDATE 


DQA: 


QAClosed: 


Date: 


Date: 


, 
DISPOSITION 
AGAINST 
DEPARTMENT 
IPROCESS 
Work 
Order: 


I 


! 


I 
Rework~ 
Skid-tUbe~ 
crosstUbe~ 
Water Jet~ 
Engineering~ 
, 
Machining 
Small 
Fab 
Prod. 
Eng. Coor. 
Part No. 
Scrap 
Quality 


I 
Use-as-is 
Thermoforming 
Finishing 
Rec/Store/Packaging 
Other 


c"" 
~" 
I 
Work 
Order 
Update 
Large Fab 
Supplier 
NCR No. 
Composite 


I 
Root 
I 
. Description 
of work 
order 
update 
Initial 
Action 
Sign & 


I 
Cause 
Date 
Step 
Qty 
or Non-conformance 
Chief 
Eng 
Description 
Date 
Verification 
QC Inspector 


Doc/Data 
I 
- 
I 
Equip/Tooling 
, 
- 


I 
Operator 
I 
, 
- 
i 
Material 
I 
- 
I 
Setup 
I 
- 
, 
Other 
, 
- 


, 
Process 
I 
--- 
Supplier 
I 
~ 
I 
Training 
f-- 
Unapproved 


, 
I 


, 
, 
FAULT CATEGORY 


Landing Gear 
I 
General 
-=- 
I 
---;- 
- 
- 
Bending 
I 
Bend 
Grain 
Ovalized 
~ 
Press",e/Forced 
- 
- 
- 
- 
Centre Not Concentric 
to O/S 
, 
BaM/Route 
Hardware 
Over/Under 
tolerance 
Temperature/Cure 
- 
I 
~ 
- 
- 
Cracks 
! 
Broken/Damaged 
Inspection 
Incomplete 
'Part Incorrect 
Weld 
- 
--- 
- 
- 
Crushed/Crimped 
I 
Burrs 
Instructions 
Incomplete/Unclear 
Part Lost/Missing 
Wrong Stock Pulled 
- 
I 
- 
- 
- 
Cuffs 
I 
Contamination 
Maintenance 
Part Moved 
- 
I 
--- 
- 
- 
Heat Treat 
, 
Countersink 
Mislabeled 
Positioned 
Wrong 
- 
I 
- 
- 
---' 
nOther 
Inspection 
Strip in Tupe 
Cut Too Short 
Misread 
Power Loss/Surge 
- 
-,- 
- 
- 
Ripples in Bend 
I 
Drill 
Holes 
Offset 
- 
Torque Waves in Ext~usion 
- 
- 
I 
Drawing 
Out of Calibration 
- 
I 
--- 
I-- 
Turning Sequence 
, 
Finish 
Out of Sequence 
- 
-'- 
I-- 
Wave/Twist 
in Tube, 
I 
Folio 
Outside Dimensions 


H:/FORMS/QuaiityAssurance\approvedQAjNCRWQRevG 


Picklist 
Print 


,1/uI"ch-//-/3 
//: 
()O: Oil .-1iII 


Work Order 
/I): 
<)~Q33 
*qR?11* 


Parent 
Item: 
1)4634-141 
*n4R14-141 * 


Parent 
Item Name: 
Fwd. Center Ceiling Replacement 
Panel Assembly 
Start 
Date: 3/11/13 


Start 
Qty: 
1.00 


Required 
Date: 3/25/13 


Required 
Qty: 
1.00 


MS21059L3 


Nut Plate 


Purchased 
No 


ST316 
~ 


;;-:- 
1242':; .••/ 
Sh'06"'- 


124308 


100 
Each 


Loe Qt" 


99 


99 


200 


200 


299.0000 
2 
** 


Loe Code 


2 


March-II.I3 
11:00:08 AM 
Shop Packet Print 
Page 3 


NCR: 
Yes 
/ 
No 
, WORK ORDER NON-CONFORMANCE 
/ UPDATE 


DQA: 


QAClosed: 


Date: 


Date: 


I 


Work 
Order: 
DISPOSITION 
AGAINST 
DEPARTMENT/PROCESS 


I 


Rework~ 
Skid-tUbe~ 
crosstUbe~ 
Water Jet~ 
Engineering~ 
Part No. 


I 
Scrap 
Machining 
Small 
Fab 
Prod. 
Eng. Coor. 
Quality 
. 
I 
Use-as-is 
Thermoforming 
Finishing 
Rec/Store/Packaging 
Other 


'NCR No. 
Work 
Order 
Update 
Large Fab 
Composite 
Supplier 
, 


Root 
I Description 
of work 
order 
update 
Initial 
Action 
Sign & 


Cause 
Date 
Step 
Qty 
I 
or Non-conformance 
Chief 
Eng 
Description 
Date 
Verification 
QC Inspector 


Doc/Data 
, 
f-- 
I 
Equip/Toolingf-- 
, 
Operator 
I 
f-- 
Material 
, 
f-- 
I 
Setup 
f-- 
, 


Other 


I 
- 
Process 
I 
- 
Supplier 
; 
- 
I 
Training 
- 
, 


Unapproved 
I 


I 
FAULT CATEGORY 
I 
Landing Gear 
i 
General 


""'- 
I 
---, 
- 
- 
Bending 
Bend 
Grain 
, 
pvalized 
~ 
P,"',ure/Fo"ed 
- 
~ 
- 
- 
Centre Not Concentric 
to OIS 
BaM/Route 
Hardware 
Over/Under 
tolerance 
Temperatu re/Cure 
- 
- 
- 
- 
Cracks 
I 
Broken/Damaged 
Inspection 
Incomplete 
Part Incorrect 
Weld 
- 
I 
~ 
- 
- 
Crushed/Crimped 
.l.... Burrs 
Instructions 
Incomplete/Unclear 
Part Lost/Missing 
Wrong Stock Pulled 
- 
- 
- 
Cuffs 


I 
Contamination 
Maintenance 
Part Moved 
- 
...,..... 
- 
- 
Heat Treat 
I 
Countersink 
Mislabeled 
Positioned 
Wrong 
- 
- 
- 
- 
nOther 
Inspection 
Strip in Tube 
, 
Cut Too Short 
Misread 
Power Loss/Surge 
- 
I 
---, 
- 
- 
Ripples in Bend 
.L Drill 
Holes 
Offset 
- 
- 
Torque Waves in Extrusiorl 
Drawing 
Out of Calibration 
- 
-;- 
- 
Turning Sequence 
I 
""'- 
Finish 
- 
Out of Sequence 
- 
Wave/Twist 
in Tube 
; 
Folio 
Outside Dimensions 


, 
H:/FORMS/QualityAssurance\approvedQA/NCRWORevG 


EN(;I",: , 
UNC< 1,.1TIZ: '. 


SUl:lJHT T) 


\\-IT!I' 
: 


c 


D4634..()41 FWD, CENTER CEILING PANEL ASSY 


~--_. 
__ . 
--_ .._- - ----- 


i ITEM NO. 
QTY. 
PART NUMBER 
DESCRIPTION 
i 
-041 
r--X- 
D4634-041 
FWD, CENTER CEILING PANEL 
ASSY 


1 
04634-141 
FWD, CENTER CEILING REPLACEMENT 
PANEL ASSY 


1 
D4728-047 
ADVISORY LIGHT (FWD) HARNESS ASSEMBLY 
D 
~ 
.J 
1 
D4728-051 
CABIN LIGHT #1 HARNESS ASSEMBLY 


5 
1 
D4638-1 
LED LIGHT 


6 
1 
D4645-1 
NO SMOKING 
& FASTEN BELT LIGHT 


7 
2 
D4646-1 
PLENUM CAP ASSEMBLY 


8 
2 
D4652-1 
AIR VALVE 
6 
9 
2 
D4652-3 
MOUNTING NUT 


10 
2 
MS24694-S5 
SCREW 


11 
8 
PLT1.5M-M 
TIE-WRAP 
(OR PLT1.5M-C) 


c 


DART AEROSPACE LTD 
A 
HAWKESBURY,ONTARIO,CANADA 


DRAWINGNO. 
REV, B 
04634 
SHEET 1 OF 17 
TITLE 
SCALE 
CENTER CEILING PANELS 
NTS 


COPYRIGHTCl 2012 BY CART AEROSPACE 
LlD 


TH:SD:leIlMO<TlS"lN'''T'E.N«lCONFlClf.!<T\O.j.NIOtS$UWUEOO'lnelYllUlllXlNlll'llCf<lmo.TlTl:> 
NQ'I'lOe~.o.m:~I'OII"""_l'O$!O'I<;lOIl'ItOOIl~TIDTaNrl<mtt~I'(IIIO\I"fImCIIJ'f 
""'rnv<Pl~mQIIIlWl'Tat"CSM<ZllD- 


A 
NOTES: 
'i)1ii17i'fERIAL: 
N/A 
2) FINISH: 
N/A 
3) TOLERANCES: 
PER DART 
OSI 018 UNLESS 
OTHERWISE 
NOTED 
4) UNITS: 
INCHES 
UNLESS 
OTHERWISE 
NOTED 
5) BREAK 
SHARP 
EDGES: 
0,005 
TO 0.010 
MAX 
6) IDENTIFICATION: 
IDENTIFY 
PER OSI 0446.4, 
ON SMOOTH 
SIDE" 
7) WEIGHT: 
7,5 Ibs 
8) INSTALL 
D4728-<l47/-Q51 
WIRE 
HARNESS 
PER OSI 048 


8 
5 
3 


~f~~o:?-o~}~;:3}2t41~~~1NLf:T7& 
~E~Ar~~~~~ 
ADD DETAILS 
R,S,l 
$HT 
10, 12, 14, 16. 17 


A 
NEW ISSUE 


REV. 
DESCRIPTION 


DESIGN 
RF 


DRAWN 
RF 


CHECKED 


MFG. APPR. 


APPROVED 


DE APPR. 


DATE 
12,11.30 


RF 


RF 


aY 


12.11.30 


12.07.25 


DATE 


_----.J 


D 


c 


'O! 
10,1 


I 
I!I 
iii, 
'0' 
, 
, 


101! 
fo! 
, 
10 


~",I 


1111 


I;;',J 


1111 
" 


_ 
••••.•• 
~ 
~o 
•.• 
_~_.~_ 


~ 
"" 
~ 


:0: 


10, 
: 0i 
I 
, 
, 
, 
:0' 
I 
I 
11 
[[J 
3 


[[J 
4 


D 


c 


04634-041 
FWD, CENTER CEILING PANEL ASSY 
AUXILIARY 
VIEW 


A 
DESIGN 
RF 
DART AEROSPACE LTD 
A 
DRAWN 
RF 
HAWKESBURY. 
ONTARIO. 
CANADA 


CHECKED 
DRAWING 
NO. 
REV.S 
MFG. APPR. 
04634 
SHEET 
2 OF 17 


APPROVED 
TITLE 
SCALE 


DE APPR. 
CENTER CEILING PANELS 
NTS 


DATE 
12.11.30 


COPYRIGHT 
$2012 
BY DART 
AEROSPACE 
LTO 


T>tISOClO.I!olEIttlSPIW"'TEANt!CCJN>'IOt/<TIAlAN)I$~(wnE~o:NlfI'ION""'T"lS 


NOfTOllEl,I$rofOO'lAlrr_OIlalPJtllOR~TEtlT01Nf=El'lil'£l'l$O'<>'l'lTMOVr 


wRlTTlN~lO'<FROlol[)AFlTA£l'IOSP/oCELTtl 
8 
5 
3 
2 


D 


c 


iTE;~ 
ColT ( 
~ 
r-i0 
_._ -~4L j 
_PART N_U_M~:~L 
.._--.c:E:CRj~TION 
i 
1 
' __ ~ 
__ J~634-043 
MIDDLE:-CENTER CEILING PANEL ASSY 
_---;---. 
t 
2 L"1-j~ 
D4634-143 
MIDDLE. CENTER CEILING REPLACEMENT PANEL ASSY 
L......:!... 
_' 
I D4728-053 
CABIN LiGHT #2 HARNESS ASSEMBL Y 


'4 
1 
i 04638-1 
lED liGHT 
D 


5 
2 
04646-' 
PLENUM CAP ASSEMBL Y 
------ 
6 
2 
04652-1 
AIR VALVE 


7 
2 
04652-3 
MOUNTING NUT 


8 
2 
MS24694-S5 
SCREW 


9 
3 
PLT1.5M-M 
TIE-WRAP 
(OR PLT'.5M-C) 


c 


A 
NOTES: 
1) MATERIAL: N/A 
2) FINISH: N/A 
3) TOLERANCES: PER DART OSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5l BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
6 IDENTIFICATION: IDENTIFY PER OSI 044 6.4, ON SMOOTH SIDE 
7) WEIGHT: 9.5 Ibs 
8) INSTALL 04728-053 
WIRE HARNESS PER OSI 048 


8 


04634-043 
MIDDLE, CENTER CEILING PANEL ASSY 


3 


DESIGN 


DRAWN 


CHECKED 


MFG. 
APPR. 


APPROVED 


DE APPR. 


DATE 
12.11.30 


DART AEROSPACE LTD 
A 
HAWKESBURY.ONTARIO.CANADA 
DRAWINGNO. 
REV. B 
04634 
SHEET 3 OF 17 


TITLE 
SCALE 
CENTER 
CEILING 
PANELS 
NTS 


COPYRIGHTe 
2012 
BY DART 
AEROSPACE 
LTO 


THl5l!OCUlolEHTl!I_.n»OCCH"DE>mAL1J<l)15_000<T>l([ltPIlE9S(;D<O<JO<lt<nITl:5 


HOTTOlll!tISC)FOR.N'rI'\,ll\l"OSf.OROOl'ElloJl.~TmTtl~amvtPEASQl<~ 
......,..,.,.~lllClYtwI'I~ACltun 


D 


B 


c 


~--------------- 
------------------ 
0000000000000000 


04634-043 
MIDDLE, CENTER CEILING PANEL ASSY 
AUXiliARY 
VIEW 


- 
--------------------------------------- 


:0, 
I 
' 
i; 
I 
I 
: 
,0 


D 


c 


A 


8 
6 
5 
4 


DESIGN 


DRAWN 
CHECKED 


MFG. APPR. 


APPROVED 


DE APPR. 


DATE 
12.11.30 


DART AEROSPACE 
LTD 
A 
HAWKESBURY, 
ONTARIO, 
CANADA 


ORAWING 
NO. 
REV. 
B 
D4634 
SHEET 
4 OF 
17 


TITLE 
SCALE 
CENTER 
CEILING 
PANELS 
NTS 


COPYRIGHT Cl2012 
BY DART 
AEROSPACE 
LTD 


TI<lSDOa.fM£HTISPI'l 
•••••.Tl:'.ilff\lGOlf'Ill£.'lI'1Il/..Nf{JlStIUPPI.ClOltllE~lX\Nl)lTooP<Y>\Il11f1S 


""'TOIli:VSUlfOA 
••."'I~00I0Jf'£t1QROOfI,t,!'.,Il«.A1tDroJtWrO'lllel~W!1>lOlJl' 


wFl!flt.>;PEI'tM:z:IIONF_lWU"-...a:~Tll 


"-- -, - - -- ---- - .~-_.- 
. -- ._-~---------- ._, - 
----- --- 
-- ------ --- -- 


[) 


c 


B 


04634-045 
AFT, CENTER CEILING PANEL ASSY 


,~~M 
?OT4~' I 
PART NUMBER 
i 
DESCRIPTION 


, 
.---- 
-- 
.. -L. .. 
---- 
- ---1-- 
_.- ----._-.- .._.--- 
I 
I 
I 
X 
i 04634-045 
! AFT. CENTER 
CEILING 
PAN.EL ASSY 
I" 
.. _. 
---"I::....- 
. ; . 
_ 
L~-. 
1 
D4634-145 
I AFT, CENTER 
CEILING 
REPLACEMENT 
PANEL 
ASS~+- 


3 
1 
D4728-049 
ADVISORY 
LIGHT (AFT) HARNESS 
ASSEMBL Y 
---- 
~ 
4 
I 
1 
D4728.055 
CABIN LIGHT #3 ASSEMBLY 


5 
1 
I D4638-1 
LED LIGHT 
_.. 
.... 


~ 
1 
'D4645-1 
NO SMOKING 
& FASTEN 
BELT LIGHT 
"'--"- 


7 
2 
D4646-1 
PLENUM 
CAP ASSEMBLY 


8 
2 
D4652.1 
AIR VALVE 


9 
2 
D4652-3 
..- 
MOUNTING 
NUT 
r----;-o. i 
2 
MS24694-S5 
! SCREW 


11 
B 
PLT1.5M.M 
TIE-WRAP 
(ORPLT1.5M-C) 


D 


c 


A 


NOTES: 
1) MATERIAL: N/A 
2) FINISH: N/A 
3) TOLERANCES: PER DART aSI 018 UNLESS OTHERWISE NOTED 
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EDGES: 
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6) IDENTIFICATION: 
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7) WEIGHT: 
7.3 Ibs 
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TO BOND 
04647-3, 
04664-5,04694-041,04712-041 
& MPNY-750S-9C. 
WAIT 
FOR 24 HOURS 
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LOCATE 
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NOTED 
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6) IDENTIFICATION: 
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NOTES: 
1) MATERIAL: 
N/A 
2) FINISH: 
N/A 
3) TOLERANCES: 
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NOTED 
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NOTES: 
1) MATERIAL: 
KYDEX 
6185 SHEET, 
0.080 
THICK, 
P3-VELOUR 
MAnE, 
STEEL 
GRAY 
#52068 
PER DART 
SPEC 
MKYD6185S.080-P3-52068 
2) FINISH: 
N/A 
3) TOLERANCES: 
PER DART 
aSI 
018 UNLESS 
OTHERWISE 
NOTED 
4) UNITS: 
INCHES 
UNLESS 
OTHERWISE 
NOTED 
5) BREAK 
SHARP 
EDGES: 
0.005 
TO 0.010 
MAX 
6) IDENTIFICATION: 
N/A 
7) WEIGHT: 
5.59 Ibs 
8) TEXTURE 
ON THIS 
SIDE 
9) 0.14 RADIUS 
NOT SHOWN 
FOR CLARITY 
10) DRILL 
& TRIM 
04634-1 
PER TOOL 
DT9836 
11) THERMOFORM 
PER aSI 
022 USING 
DT9844 
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MIN. THICKNESS 
AFTER 
FORMING: 
SHADED 
AREA 
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ELSEWHERE 
~ 0.070 
Lfu,12) LOCATE 
\2>2.030 AT CENTER 
OF PROTRUDED 
SURFACE 
AS SHOWN 
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NOTES: 
1) MATERIAL: 
KYDEX 
6185 
SHEET, 
0.080 
THICK, 
P3-VELOUR 
MATTE, 
STEEL 
GRAY 
#52068 
PER 
DART 
SPEC 
MKYD6185S.080-P3-52068 
2) FINISH: 
NIA 
3) TOLERANCES: 
PER DART 
OSI 018 UNLESS 
OTHERWISE 
NOTED 
4) UNITS: 
INCHES 
UNLESS 
OTHERWISE 
NOTED 
5) BREAK 
SHARP 
EDGES: 
0.005 
TO 0.010 
MAX 
6) IDENTIFICATION: 
NIA 
7) WEIGHT: 
6.31 Ibs 
8) TEXTURE 
ON THIS 
SIDE 
9) 0.14 RADIUS 
NOT 
SHOWN 
FOR CLARITY 
10) DRILL 
& TRIM 
04634-3 
PER TOOL 
DT9837 
11) THERMOFORM 
PER OSI 022 USING 
DT9845 
TOOL 
MIN. THICKNESS 
AFTER 
FORMING: 
EDGES 
= 0.060 
,6, 
ELSEWHERE 
= 0.070 
L!b.12) LOCATE 
<;1>2.030AT CENTER 
OF PROTRUDED 
SURFACE 
AS SHOWN 
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NOTES: 
1) MATERIAL: 
KYDEX 
6185 
SHEET, 
0.080 THICK, 
P3-VELOUR 
MAnE, 
STEEL 
GRAY 
#52068 
PER DART 
SPEC 
MKYD6185S.080-P3-52068 
2) FINISH: 
NIA 
3) TOLERANCES: 
PER DART 
OSI 018 UNLESS 
OTHERWISE 
NOTED 
4) UNITS: 
INCHES 
UNLESS 
OTHERWISE 
NOTED 
5) BREAK 
SHARP 
EDGES: 
0.005 
TO 0.010 
MAX 
6) IDENTIFICATION: 
NIA 
7) WEIGHT: 
7.21 Ibs 
8) TEXTURE 
ON THIS 
SIDE 
9) 0.14 RADIUS 
NOT SHOWN 
FOR CLARITY 
10) DRILL 
& TRIM 04634-5 PER TOOL 
DT9838 
11) THERMOFORM 
PER OSI 022 USING 
DT9846 
TOOL 
MIN. THICKNESS 
AFTER 
FORMING: 
EDGES = 0.060 
/.:;. 
ELSEWHERE 
= 0.070 
& 
12) LOCATE 
<ll2.030 
AT CENTER 
OF PROTRUDED 
SURFACE 
AS SHOWN 
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